
Harbor authorities in the ooviet '.one Germany have complained 
ho 'thsT'^TA' that the present . capacity of the harbor’ f'acili. ties doss 
not permit the proper handling of the volume of shipments involved. 
The <S Ml, planning: to enlarge the harbor installations, ha. ; requested 
the Central Administrations to 3ubnit 'exact figures about the volume 
of podds handled in the different harbors. 


The following figures wore submitted by the department f< Inter- 
zonal Trade : 


Stralsund, monthly tor. nape 
tfisrnar 

Rostock " " 

Anklam 

Wolgast * " 

Greifswald " 


40.000 
100, Q00 

eo.qoo 

10.000 
8,000 

15 ,Q00 


3« The main inland™ rfster ports era the fallowing: 


Koenigswustsrhausen, monthly tonnage handled 100,00< 
Fuel’s tenberg /Oder * ’? . " 40,000 
Riesa ' " *t *' 70,000 
Dresden ” " M 80,000 


70.000 

80.000 


It is, planned to enlarge the Fuerstenberg installations tc n monthly 
capacity of 90,000 tens. Up to now, only, half 'of the har '-r 
facilities in Dresden have been utilized./ 


This dopvraentncontaips information effacing the 
national defense of the, United states vritt . the 
meaning of the Espionage Act, !?Q, tr.F.c. 3 . and 3 P 
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